THE TOWER OF LIGHT 

North Glendale Methodist Church 

NORTH CENTRAL AT GLENOAKS 
GLENDALE, CALIFORNIA 
Reputed to be outstanding contribution to 
modern church architecture. Completed in 1942. 
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